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UL - CSA Wire 
1180 - 1199 - 1227 - 1331 - 1332- 1422 
1423 - 1006 - 1007 - 1015 - 1061 - 1508 


1513 - 1516 
Military Specs 


Mil-C-17 

Mil-C-3432 Insulations 

Mil-W-5086 Vinyl Polyethylene 
Mil-C-7078 © Tefzel Kynar 
Mil-W-7139 

Mil-W-16878 

Mil-W-27500 

Mil-W-22759 Conduitless Plenum Cable 
Mil-W-27072 | NEC Articles - 800 - 725 - 760 
Mil-W-81381 

QQW-343 

JC-30 


Building Wire 
Thw Thwn/Thhn 


Tinned Copper Braid 


Tubing Telephone Cable 


PVC - 105°C - FR-1 Rated reas 

Heavy Wall PVC Pe - 72 

PVC Heat Shrink SEE 

Polyolefin Heat Shrink 

Semi-Rigid Polyolefin Heat Shrink Portable Power Cables 
TW Teflon Sleeving Type SO 

SW Teflon Sleeving Type SJO 

LW Teflon Sleeving Type SVT 

Teflon Heat Shrink Type W 

Teflon Flexible Tubing Welding Cable 


Wilco Wire Custom 
Cable Assemblies 
Wilco Wire can be the answer to your 


assembly needs. High quality and on time 
delivery is our constant goal. 


Cable Assembly for Computer Systems 
Cable Harness for Aerospace 


$5: 
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Stranded tinned copper conductor 


Color coded Polypropylene Insulation 


Aluminum mylar shield 


Chrome PVC jacket 


Call Today For 
Next Day Delivery 
408) 727-2040 
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Tinned 


copper 
drain wire 


Cable (Multi SO) 


Stranded bare copper conductors 


Color coded rubber ‘pe | 
* Tee REA PE-22 


Bare solid copper conductor 


SE toe jacket 
Color coded polyethylene insulation | 


. 2 Core tape over 
Black polyethylene jacket .008” corrugated cabled pairs 
Aluminum shield 


Stranded tinned copper conductor 


Color coded PVC insulation | P 


Chrome gray PVC jacket 
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Audio and Control Cable 
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